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“T have built over 1,000 small houses in 
Albany and vicinity during the last 40 
years. Since 1934 I have been installing 
G-E Oil Furnaces in my dwellings, which 
has in many cases sold them ‘before 
completion. My four family apartment 
house was also fully rented long before 
it was finished. I consider G-E Oil 
naces the best investment I ever made.” 
—Karl E. Finke, Buiider 


“I am away from home a lot and have 


“By changing the old-fashioned cellar 
and installing a G-E Oil Furnace, the 
living capacity of my house has been 
increased one-third. This was made 
possible by the compact G-E unit which 
is enclosed behind pine paneling. As the 
necessities of the family increased, the 
added room has made it possible to live 
in comfort with a family of six in a 
comparatively small house, which also 
keeps living costs moderate.” —Dr. F, W. 
Dodge 


“] installed during the fall of 1932, a G-E Oil Burning Furnace, which 
has proven most satisfactory, both in operation and economy. 

“As a result of the satisfactory results my two nephews here have 
purchased same and the offices of the Carolina Bagging Co. installed 
twin G-E Oil Furnaces several years ago. 

“To all appearances my furnace is equally as good and operates as 
efficiently today as when installed in 1932. In my opinion there is no 
other oil burning furnace comparable.—S. S. Parham, Chairman of the 
Board, Carolina Bagging Co., Henderson, N. C. 


“We have all been so extremely 
well since installing the G-E Oil 
Furnace we frankly attribute the 
fact to even heat. It is a fuel 
saver and far cleaner than any 
heating arrangement I’ve ever 
had. With a clean basement our 
children can enjoy it as a play- 
room on rainy day. 

“Our fuel bills haye been 
noticeably decreased since in- 
stalling G-E. We have had the 
furnace 234 years and have never 
had to make a service call.” 

—Mrs. Chas. Park, Jr. 


found it quite upsetting to be worrying 
about a ‘sick’ furnace, frozen water 
pipes, and the state of my family’s health. 

“Now—thanks to my efficient G-E 
Oil Furnace!—I am relieved of all that! 

“Heat and hot water are supplied 
automatically, and no one needs to ‘look 
after’ the furnace. The efficient G-E 
Thermal Control yalve acts as our fur- 
nace man.”—C. J, Baker 


“Since installing the G-E Oil Furnace two years ago, 
the entire family has enjoyed the regularity of heat. 
The uniformity of heat last winter when baby, Chase, 
was small, was worth the price in itself. ] 

“We spend many week ends away from home and now, 
there are no more worries about returning to a cold 
house and hours of firing-up.”—B. D. Phillips 


“We wanted the most for 
C c our money, so we bought a 
AORE =A IG WORRIE WO General Electric Oil Fur- 
nace. I am only sorry we 

RN A th A ae} : 5 waited so long. 


“We have a nine room 
house with 15 radiators, 
and it costs us only $85 
for year-round heat and 
hot water.”—Mrs. Fred 
Brauer 


“When we bought our house 
five years ago the heating was 
our greatest problem—this was 
easily solved with G-E. 

“Tt gives us steady heat which 
is essential for the health of 
children. The home is never too 
chilly or too hot. Formerly it 
was almost impossible to heat 
our second floor but since 
jostling the G-E Oil Furnace 
in 1934 our nursery is just like 
Florida.”"—Mrs. E. F. P. 


“For ten years a furnace man 
took care of my little home. 
When he retired at the age of 
80, I was frantic, I even thought 
of selling my little place and 
moving into an apartment. 

friend came to my rescue and 
told me of the wonderful G-E 
Oil Furnace. Within 24 hours 
one was installed, and I have 
had a9 more worries.”—Mrs. 
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THERMAL 
CONTROL 


CROSS SECTION 
PLAN VIEW 


Here you see the G-E Oil Furnace, split in half as you would crack a nut. Its softly gleaming steel shell holds a heat generat- 
ing machine as modern and as efficient in design as today’s motor car, with control mechanisms built with watch-like 
precision. 


FOURTEEN EXCLUSIVE FEATURES 
OF VITAL IMPORTANCE TO EVERY 
HOME OWNER — 


Before General Electric engineers first designed the G-E Oil Furnace, they set up rigid specifications for ideal 


automatic heating equipment. These specifications are a standard against which every oil heating device can 


be measured, and we suggest that you use these 14 essentials as your own check list. You cannot afford to do 


without one of them. Not one is missing from the General Electric Oil Furnace. 


1. DEPENDABILITY: Built-in automatic controls 
which regulate every feature of operation. 

2. ECONOMY: Burns low-cost oil by means of an 
entirely new principle of atomization. Effects a 
saving from 20 to 50 per cent in fuel bills. 

3. CONTINUOUS HOT WATER: Built-in water 
heater provides continuous year-round supply 
for all purposes. 

4, FREEDOM FROM ATTENTION: Completely 
automatic, sealed-in, self-oiling mechanism. 

5. COMFORTABLE: Famous G-E Thermal Con- 
trol with electric clock automatically changes 
from day to night temperature at selected times; 
Operates to maintain even temperatures at all 
times. 

6. CLEAN: No smoke, soot, odor or dust. No ex- 
posed oily parts. 

7. QUIET: Only one rotating element, and that 
sealed in steel. 


8. SAFETY: Arc-welded steel boiler, every oper- 
ation feature under automatic safety control. 

9. LONG LIFE: Lifetime boiler, self-oiling mech- 
anism. 

10. COMPACTNESS: Mechanism on top. Con- 
trols built in. Occupies less than two square 
yards of floor space. 

11. EASILY SERVICED: Parts sealed against tam- 
pering but readily accessible. Any feature 
quickly removable. 

12. ATTRACTIVE APPEARANCE: Beautifully de- 
signed steel shell, finished in gray and black 
lacquer with chromium trim, stainless steel 
base. 

13. UNDIVIDED RESPONSIBILITY: Every part 
made and guaranteed by G-E. 

14. WARRANTED BY QUALIFIED AND RELI- 
ABLE MANUFACTURER: Product of General 
Electric. 


WHAT THEY MEAN TO YOU 


In the front part of this book we told you what 
owners say about the G-E Oil Furnace. The following 
paragraphs describe the furnace and explain its oper- 
ation. 

The handsome lacquered steel shell of the G-E unit 
has a practical as well as decorative purpose. It is a 
protective covering for the full inch of insulation 
that keeps heat in the boiler—it cuts down operat- 
ing costs. It completely encloses all the machinery, 
protecting prying fingers of young and old. 

Under the steel shell cover is the General Electric 
burner mechanism. It is located at the top of the 
furnace, which saves floor space and protects it from 


dust and accidental injury. It is easily accessible for 
service. Years of exhaustive research were needed to 
bring the G-E burner unit to its present perfection. 

Fuel oil will not burn until it is converted into a 
gaseous state. In the General Electric Oil Furnace, 
each drop of oil is shattered into millions of particles 
and mixed with air to complete combustion. The 
G-E way, each drop of oil goes farther, and a cheaper 
grade of oil can be used. 

The first blending of oil with air is performed ina 
small mixing chamber within the nozzle tip. Only 
low pressure is needed to force the air-oil mixture 
into the combustion chamber. This exclusive G-E 


method prevents the roaring noise found in ordinary 
automatic oil heating equipment. 

In the combustion chamber, the burning fog of oil 
is progressively mixed with additional air. It thus 
burns completely, saving heat which is usually lost. 
The result is clean, quiet combustion which provides 
absolute safety and the amazing General Electric 
economy. 

Let’s make a brief examination of the boiler de- 
signed by G-E engineers to burn lower grade, low 
cost fuels. It is the finest quality flange steel, welded 
by G-E’s secret process into one solid piece. It is 
thoroughly tested before it leaves the factory. 

Apart from strength and durability, the specially de- 
signed G-E boiler efficiently and economically trans- 
fers the heat of combustion into the water. This heat 
is distributed to the rooms through either steam or 
hot-water radiators. Any burner can generate heat, but 
the G-E boiler does not waste it. This saves you money. 

Holding hot gases until all the heat has been ex- 
tracted is of the greatest importance. In the G-E unit, 
heat follows its normal tendency to rise to the top of 
the combustion chamber. When the burner is shut 
off, this heat is trapped, which means less frequent 
operation and lower operating costs. When the burner 
is on, the heat travels over and down a bank of ten 


fire tubes, moving slowly because it is going against 
its natural movement. 


Inside the boiler is a rustproof copper coil which 
is connected with your domestic storage tank. This 
supplies hot water the year ’round at low cost. 

The G-E steel boiler is designed to do a specific 
job with a specific burner unit. This co-ordination of 
design saves you trouble, effort and money. 

Finally, but of vital importance, the G-E Oil 
Furnace is safe. The burner and boiler are under 
reliable control, even for occurrences outside the 
unit. For example: if a down-draft develops in the 
chimney causing a back pressure in the boiler, the 
expansion relief door opens, breaking the circuit 
and shutting down the equipment until the trouble is 
corrected. The General Electric Furnace will protect 
you from all hazards. 

A master control starts the entire cycle of the 
furnace. It starts the motor, operates the ignition 
spark, lifts the valve and allows the oil to flow. If 
ignition does not start within 4 seconds, the oil valve 
shuts down and prevents waste of fuel. Only G-E 
offers the protection of this 4-second oil flow. 

Should the boiler water fall to a given point, a low 
water cut-off will shut the burner down. 

If steam pressure accumulates above a safe max- 
imum, pressure control stops the burner. There is the 
usual pressure relief valve. In a hot water system, a 
temperature control holds the water temperatures to 
safe limits. 


WHY GENERAL ELECTRIC? 


Only once in a lifetime, do you make a 
major decision in regard to the heating equip- 
ment for your home. You must consider the 
health and comfort of your family against the 
type and price of the equipment. You must 
realize the cost of your heat each year for years 
to come. 

You want the most for your money, so you 
naturally think of a G-E Oil Furnace for your 
home. For the G-E monogram has always 
meant dependability—efficiency—and the max- 
imum of economy! 


4400 YEARS OF RESEARCH 


Long before automatic heat with oil became 
the accepted modern method of heating your 
home, General Electric heating experts applied 
themselves to this special problem. They 
worked every day and many nights—and the 
present G-E Oil Furnace represents an effort 
that would have taken a single scientist or 
inventor more than 4400 years to achieve. 


THE VALUE OF THE NAME 


The evolution of General Electric from a 
small factory to the giant institution it is 
today, is a history of growth nourished by 
achievement. It is a fine record. A proud rec- 
ord. A record of consistently making the world 
a better place to live in. 

The General Electric Oil Furnace is a prod- 
uct of this institution. Made with the same care 
and high purpose that have marked all prod- 
ucts created by the General Electric Com- 


pany. 
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-AND BUSINESS 
INSTITUTIONS 


Top: Three G-E Oil Furnaces in large broadcasting 
station. 


Above: Group of G-E Oil Furnaces in central heat- 
ing plant of a hotel. 


At left: A series of 120 G-E Oil Furnaces constitute 
the central heating plant for a large college. 


At left: Two G-E Oil Furnaces heating large residence. 
Below: Series of G-E Oil Furnaces heating large restaurant. 


BEAUTY IN YOUR BASEMENT 


G-E Oil Heat is a permanent investment in comfort. Built for lifetime service, G-E Oil Heating Equipment is 
fully automatic—it even oils itself. That means no more furnace drudgery, no more heating worries. Comfort- 
able heat—as you like it, when you want it, without effort. 

Every drop of oil is completely burned, which means amazing savings. The G-E Oil Heating Equipment is 
designed to trap extra heat which is usually wasted. Here is a furnace which is stingy with oil but generous 
with heat. 

Hundreds of home owners right in your community now enjoy G-E Automatic Oil Heat. “Best investment 
we ever made,” they say. If you would like to talk to neighbors and see their G-E heating equipment in 


operation, we will gladly arrange such a demonstration. 


A PERMANENT INVESTMENT 
IN COMFORT 


We have briefly sketched the amazing details of the G-E Oil Furnace to tell you why 
General Electric is different. Exactly what does all this mean to you as a home owner? 
General Electric, which has pioneered in relieving homes from drudgery with small 
motors—brightened them with Mazda lamps—developed new conceptions in refrigera- 
tion and cooking—is now leading the way with a radical adyance in the new method 
of heating homes. 

It means that you can have the finest in automatic heat with minimum attention, at a cost 
lower than that of any other method. 

It means the end of dirt, soot and worry. It makes possible a new cellar with livable 
rooms. 

You will be investing in comfort and convenience, and you will enjoy a long life of sub- 
stantial savings in fuel and hot water costs. 

Remember, the G-E Oil Furnace is a complete heating unit. There are no “extras.” 


Thousands of satisfied owners prove that this finest Oil Furnace actually costs less to own. 


EASY. TO. BUY—COSTS LESS TO OWN 


The G-E Oil Furnace is easy to buy. It returns interest at once in fuel savings which is 
many times greater than that of any other investment. For the home owner operating ona 
budget, General Electric offers a simple, inexpensive method of extending payments. In 
many cases the outlay can be reduced to a few cents a day. 

For the home builder, we suggest that a G-E representative be given an opportunity to 
explain this startling statement: It is often possible to include the luxury of a G-E Oil Fur- 
nace in the original plans of the home without actually investing a single additional dollar 
beyond the heating methods normally considered. 

More people than ever before are enjoying the comfort and convenience of Automatic 
Oil Heat. You can easily afford it. Actual figures prove that it costs less to own a G-E Oil 
Furnace. The dependability, safety and amazing economy will make you say: “Our General 


Electric Oil Heating installation was the best investment we ever made.” 


General Electric Company 


THE GENERAL ELECTRIC 


WARRANTY 


Your warranty comes direct from 
the General Electric Company. The 
integrity of this sound and reputable 
institution and all of its resources 
are behind this warranty. It is im- 
portant to remember that the Com- 
pany back of the piece of paper you 
receive is in many ways much more 
important than the paper itself. This 
full year’s warranty assures you suf- 
ficient time in which to discover any 
possible defects in the specific 
product in which you invest, and 
gives the General Electric Company 
an opportunity to rectify it during 
the period of the warranty. 
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